To:  McComb,  Martin[McComb. Martin@epa.gov];  Rauscher,  Jon[Rauscher.Jon@epa.gov];  OBrien, 

Wendy[OBrien.  Wendy@epa.gov] 

From:  McKean,  Deborah 

Sent:  Wed  8/12/2015  6:04:16  PM 

Subject:  Rec  Screening  levels 

Risk-based  screen  descriptionOS1 1 15.docx 


Here  is  the  table  of  rec  number  and  the  CO  AG  numbers  for  the  CO  sampling  locations 
Jon:  please  forward  to  the  correct  R9  person.  I can’t  read  my  writing  for  his  name. 

Deborah  L.  McKean,  Ph.D. 

Chief,  Superfund  Technical  Assistance 

U.S.  EPA,  Region  8 

1 595  Wynkoop  Street 

Denver,  CO  80202 

Office:  303-312-6178 

Cell:  303-579-4371 
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